Dickey Clay 

PRODUCTS 




SINCE 1885 

W.S.Dickey ClayMfg.Co. 

Factories or Sales Offices 

Birmingham, Ala. San Antonio, Tex. 

Chattanooga, Tenn. Texarkana, Tex.-Ark. 

Kansas City, Mo. 

Write Nearest Office for Prices and Information 



SANITARY 
SALT GLAZED CLAY PIPE 



FITTINGS 



SIZE 


LENGTH 


APPROX. 


WT. 


4" 


2' 


9# Foot 


6" 


2 1 / 2 ' 


1 C _LL 


It 


8" 


3' 


fir ii 

25# 


II 


10" 


3' 


OC J-L 

35# 


It 


12" 


3' 


A C -LL 

45# 




15" 




75# 


It 


18" 


4 , 


100# 


II 


21" 


4' 


130# 


II 


24" 




180# 


II 


27" 




245# 


II 


30" 




300# 


II 


36" 




400# 


II 



All Prices Based F.O.B. Plant Plus Delivery Cost 
Prices Quoted Upon Request 



FITTINGS 




DOUBLE T 
T JUNCTION 



DOUBLE 

Y 



Y 

JUNCTION 



III 




Va 

CURVE 
90° 



Vs 
CURVE 
45° 



1/12 
CURVE 

30° 



ROUND 
ELBOW 

90° 



P - TRAP VENT TRAP PLAIN RUNNING TRAP 





REDUCER 



INCREASER 





Y 

SADDLE 



T 

SADDLE 



STOPPER STRAINER 



SPLIT OR CHANNEL PIPE 

COMPLETE OR HALF CIRCLE 4" to 36" 




METER BOX 




GREASE TRAP 



STANDARD FITTINGS 
CARRIED IN ALL SIZES 



WRITE FOR PRICES 



FLUE LINING 




ROUND FLUE STRAIGHT FLUE OPENING FOR 
LINING LINING PIPE 

SIZES 6" to 36" 



STANDARD 
SIZES 


LENGTH 


WEIGHT 


4 1 /2x8 1 /2 


2 Foot 


15# Foot 


8^2x8% 


2 " 


20# " 


4»/2xl3 


2 " 


20# " 


8>/2xi3 


2 " 


30# " 


13 xl3 


2 " 


36# " 


8V2X17V2 


2 " 


40# " 


13 xl7V2 


2 " 


70# " 


l7Vzxi7% 


2 " 


90# " 


20 x20 


2 " 


100# " 


24 x24 


2 '* 


140# " 



CHIMNEY PIPE 




STRAIGHT ANCHOR CHIME DROP SINGLE 
TOP BOTTOM BOTTOM OPENING 



THIMBLES— STANDARD SIZE 6-8-10-12' 

WRITE FOR PRICES 



SALT GLAZED COPING 

THE WALL PROTECTOR 




STARTER CLOSED END 




LEFT CORNER RIGHT CORNER 



SIZE LENGTH WEIGHT 

9" 2' 12# Foot 

13" 2' 18# " 

18" 2' 28# " 



FLASHING BLOCKS 




WRITE FOR PRICES 



SEPTIC TANKS 

We produce several types of tanks. Send your 
requirements to nearest office for information 
and prices. 

PERIMETER HEATING 

The use of clay pipe for permieter heating is 
growing rapidly. Modern — new — low cost. 

WRITE FOR LITERATURE 

There is a Dickey plant or distribution yard 
nearby to supply your needs. 

LOOK TO DICKEY FOR COMPLETE 
SERVICE 



LIST OF DICKEY PRODUCTS 

SALT GLAZED CLAY PIPE 

FLUE LINING 

WALL COPING 

SEPTIC TANKS 

DRAIN TILE 

WELL PIPE 

FILTER RED BLOCKS 

CULVERT PIPE 

CHIMNEY PIPE 

GUTTER PIPE 

METER BOXES 

FLASHING BLOCKS 

FIRE BRICK 

FIRE CLAY 

FLUE THIMBLES 



W.S.Dickey ClayMfg.Go. 

QUALITY SINCE 1885 



FLUE LINING 





ROUND FLUE 
LINING 
SIZES 6" to 36" 



STRAIGHT FLUE 
LINING 



OPEN 



STANDARD 
SIZES 



LENGTH 




CHIMNEY PIPE 



STRAIGHT ANCHOR CHIME 
TOP BOTTOM 



SALT GLAZED COPING 



THE WALL PROTECTOR 





Digitized by: 




SEPTIC TANKS 

We produce several types of tanks, Send your 
requirements to nearest office for information 
and prices. 



PERIMETER HEATING 

:cy pipe for permieter heating is 
Uy. Modern — new — low cost. 

VRITE FOR LITERATURE 

ickey plant or distribution yard 
ply your needs. 



INTF RN ATIONAI 



DICKEY FOR COMPLETE 
SERVICE 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 

https://archive.orq/details/buildinqtechnoloqyheritaaelibrary 



From the collection of: 




^ Tulane 



University 



Southeastern Architectural Archive 
Special Collections 
Howard-Ttlton Memorial Library 



http://seaa.tulane.edu 



DROP SINGLE 
BOTTOM OPENING 



THIMBLES — STANDARD SIZE 6-8-10-12 




OF DICKEY PRODUCTS 

SALT GLAZED CLAY PIPE 

FLUE LINING 

WALL COPING 

SEPTIC TANKS 

DRAIN TILE 

WELL PIPE 

FILTER BED BLOCKS 

CULVERT PIPE 

CHIMNEY PIPE 

GUTTER PIPE 

METER BOXES 

FLASHING BLOCKS 

FIRE BRICK 

FIRE CLAY 

FLUE THIMBLES 



WRITE FOR PRICES 



WRITE FOR PRICES 



W.S.Dickey Clay Mfg.Co. 

QUALITY SINCE 1885 



